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SUBJECT: NUCLEAR PHYSICAL SECURITY 

1. THOMAS ECKERED, NATIONAL NUCLEAR POWER INSPECTORATE 
(SKI) INFORMED REPORTING OFFICER TODAY THAT GOS COULD NOT 
PROVIDE FORMAL REPORT ON PHYSICAL SECURITY, HOWEVER, HE 
MADE THE FOLLOWING STATEMENT BY TELEPHONE: "ALL MEASURES 
CONCERNING PHYSICAL SECURITY AT THE STUDSVIK NUCLEAR 
RESEARCH CENTER, WHICH WERE DESCRIBED FOR MESSRS. THARP, 
TUBBS, HUDGINS AND HAGGIS DURING THEIR VISIT TO SWEDEN 

ON APRIL 21, HAVE BEEN IN OPERATION SINCE JUNE 30, 1975." 

2. SKI WELCOMES THE PROPOSED VISIT BY THE ERDA TEAM ON 
OCTOBER 29 TO NOVEMBER 1 . STRAUSZ-HUPE 
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